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Message Text 



UNCLASSIFIED 

PAGE 01 NICOSI 01568 201321Z 
13 

ACTION EUR-25 

INFO OCT-01 ISO-OO IO-14 CIAE-00 DODE-OO NSAE-00 NSCE-00 

SSO-OO USIE-00 INRE-00 CCO-OO PM-07 H-03 INR-11 L-03 

NSC-07 PA-04 RSC-01 PRS-01 SP-03 SS-20 OMB-01 ACDA-19 

SAJ-01 OPR-02 DRC-01 /124W 

064754 

O 201301Z JUL 74 
FM AMEMBASSY NICOSIA 
TO SECSTATE WASHDC IMMEDIATE 8947 
INFO AMEMBASSY ATHENS IMMEDIATE 
AMEMBASSY ANKARA IMMEDIATE 
AMEMBASSY LONDON IMMEDIATE 
USMISSION USUN IMMEDIATE 
USMISSION NATO IMMEDIATE 
USEUCOM IMMEDIATE 
USCINCEUR IMMEDIATE 
USDOCOSOUTH IMMEDIATE 

UNCLAS NICOSIA 1568 

E.O. 11652: N/A 
TAGS: PFOR PINT CY 
SUBJECT: CYPRUS COUP 

1. DIMITRIOU PASSED WORD THAT HIS INFORMATION FROM NATIONAL 
GUARD WAS THEY WOULD NOT AGREE TO CEASEFIRE IN ISLAND 
UNTIL ALL TURKISH FORCES REMOVED. WE GAVE HIM WECKMANN'S 
NUMBER AND SUGGESTED LIAISON. 

2. 1 CALLED WECKMANN WHO SAID HE HAD JUST HEARD THIS 
REPORT AND IT REFLECTED LACK OF COORDINATION WITHIN NATIONAL 
GUARD. HE HAD ASSURANCE OF ACTING COMMANDER OF WILLINGNESS 
TO OBSERVE CEASEFIRE IN NICOSIA AND PROPOSAL WAS NOT FOR 
WHOLE ISLAND. HE SAID WOULD CONTINUE HIS EFFORTS TO 
CONTACT ACTING COMMANDER. 

UNCLASSIFIED 

UNCLASSIFIED 

PAGE 02 NICOSI 01568 201321Z 

3. AT 2:45 LOCAL HEAVY FIRING CONTINUES IN NICOSIA AREA. 
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DAVIES 



UNCLASSIFIED 
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Message Attributes 



Automatic Decaptioning: X 
Capture Date: 01 JAN 1994 
Channel Indicators: n/a 
Current Classification: UNCLASSIFIED 

Concepts: REPORTS, NATIONAL GUARD, ARMISTICE, NEGOTIATIONS 

Control Number: n/a 
Copy: SINGLE 
Draft Date: 20 JUL 1974 
Decaption Date: 01 JAN 1960 
Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1974NICOSI01568 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D7401 96-0449 
From: NICOSIA 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1974/newtext/t19740732/aaaabath.tel 

Line Count: 62 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION EUR 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 2 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 

Review Action: RELEASED, APPROVED 
Review Authority: martinjw 
Review Comment: n/a 
Review Content Flags: 

Review Date: 21 OCT 2002 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <21 OCT 2002 by Thomas VJ>; APPROVED <17 JAN 2003 by martinjw> 

Review Markings: 

Declassified/Released 
US Department of State 
EO Systematic Review 
30 JUN 2005 



Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 
Subject: CYPRUS COUP 
TAGS: PFOR, PINT, CY 
To: STATE 
Type: TE 
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